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HOMOLOGOUS SERUM AND INFECTIOUS JAUNDICE 
MONROE EATON, M.D. and WILLIAM MURPHY, M.D., Research Laboratory, Berkeley 


Many accounts jaundice following parenteral 
administration human serum have been presented 
the recent medical literature. clear that cer- 
tain serum obtained from seemingly 
normal healthy donors can when in- 
jected into other individuals. date, laboratory 
studies have failed identify the nature the 
agent factor causing this disease. 

Although new unrecognized the United 
States, jaundice from two six months 
after the parenteral use human blood products 
had previously been encountered other parts 
the world. The use “humanized lymph” vaccine 
Bremen, Germany, 1885 was followed months 
later large outbreak jaundice among those 
inoculated. From England have come several re- 
ports jaundice following both transfusions 
whole blood and inoculations measles and mumps 
convalescent serum (Lancet, 7:83, 1943). The Rus- 
sians have recognized jaundice complication 
the use the sero-vaccine for pappataci fever. Out- 
breaks jaundice related yellow fever vaccine 
containing human serum have previously been ob- 
served South America and Africa. analo- 
gous disease may occur horses inoculated with 
homologous serum biological products derived 
from it. There are reports jaundice following 
the use horse serum human beings. 

The gravity the problem and the urgency its 
solution were shown the widespread outbreak 
jaundice the United States Army during the spring 
1942. The disease was found have resulted 
from inoculation with certain few the many lots 
yellow fever vaccine used the army. July, 


28,585 cases with deaths were reported (J. 
1942). The picture and autopsy 
findings were consistent with simple hepatitis. The 
primary lesion was due degenerative and 
necrotizing process the parenchyma; the 
biliary tree was unaffected. Diagnoses Weil’s 
disease and atypical yellow fever, first entertained, 
were decisively excluded the well-established 
tests for those diseases. 

review the materials and methods 
involved the production the different lots 
yellow fever vaccine exculpated the seed virus and 
its developing chick embryo medium, but implicated 
the normal human serum which served protective 
colloid stabilize the attenuated yellow fever virus. 
Since the human serum has been omitted the manu- 
facture the vaccine, additional cases 
have occurred. 

Two hypotheses have been advanced explain 
the nature homologous serum jaundice. One 
states that infectious disease possibly identical 
with jaundice and caused filterable 
virus derived from the blood certain donors. This 
view supported recent experiments which 
jaundice following yellow fever vaccination was re- 
transmitted between human beings inoculation 
serum Health Reports, 58, No. 33, 1233, 
Aug. 1943). The other hypothesis considers reac- 
tion elements certain sera, immunological 
phenomenon. 

Since March, 1942, studies jaun- 
dice the United States Army and infectious jaun- 
dice civilians have been progress the Research 
Laboratory the California State Department 
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Public Health. The purpose this work iden- 
tify the causative agent jaundice experiments 
animals and chick embryos, and devise methods 
for detection factors human serum. 
Specimens blood from eases infectious, epidemic, 
jaundice are needed order that this 
work can continued. Two samples, one taken 
early the disease, the other during convalescence, 
are most desirable although single specimens are 
value. Whole blood (about should 
lected sterile container and sent mail the 
Research Laboratory, 1392 University Avenue, Berke- 
ley, zone The State Health Department should 
notified promptly telegraph teletype 
family institutional outbreaks jaundice. 


HEARING IMPROVEMENT PROBLEMS* 
Ph.D. 


President, American Society for the Hard Hearing; 
Hearing Conservation Specialist, California 
State Department Public Health 


The the hearing conservation program neces- 
sarily the American Society for the Hard 
Hearing, which was founded 1919 Dr. Wendell 
Phillips. This society became the National organiza- 
tion number leagues clubs which had pre- 
viously been active the interests the hard hear- 
ing. Their members had become associated order 
better understand the problems intimately related 
their own hearing handicaps. They quickly realized 
that they should not only prepare help those who 
might become deafened the future, but devise ways 
and means preventing deafness. The great gains 
hearing conservation have come through the zealous 
efforts the hard hearing, the educators, physicians 
and scientists who comprise the membership the 
society. The suggestions for mass testing methods 
more adequate than the watch whisper test, urged 
this society, instigated the research from which evolved 
the group audiometer, which turn enabled educators 
and physicians for the first time realize that hearing 
school children was one the most im- 
portant public health 

chairman the Committee Hard Hearing 
Children for the society, the speaker has for several 
vears received reports hearing tests the United 
States. The most recent reports indicate that over 
4,000,000 children receive tests annually audi- 
ometers which were introduced only years ago. The 
speaker has conducted hearing tests Indiana, Iowa, 


Presented before American School Health Association, Octo- 
ber 26, 1942. 


and present Oregon the staff the State 
Board Health. From his experience and reports 
other investigators, important facts are available for 
presentation here. 


Well administered hearing tests generally produce 
about per cent deficient children. the three 
States the speaker has tested, there appears 
little difference the incidence, regardless lo- 
State, county, altitude climate. 

One per cent per cent school children 
have one bad ear. the 500-odd communities 
tested the speaker this incidence has appeared 
with startling regularity. 


One per cent the children America have 
hearing handicaps that warrant special adjust- 
ment the schoolroom. Stockholm, Sweden, 
where hearing conservation has been practiced 
for years, this incidence only one-tenth 
large that the United States. 

United States Public Health and National Re- 
search Council reports show: 

(a) that out 10,000 children, every year will 
handicapping deafness; 

(b) that per cent ears that have slight 
losses will marked losses five years 


that per cent normal ears acquire marked 
high tone losses and per cent normal ears 
acquire marked loss for speech sounds five 


apparent that measures for the prevention 
deafness are taken, the detection small and 
unsuspected hearing impairment necessary. This 
turn requires scientific instruments administered 
properly trained persons. But this only the begin- 
ning program. Early detection must 
nied early treatment. 

The most startling conclusion from the Johns Hop- 
kins studies that hearing losses large numbers 
children are caused middle ear disease, otitis 
media; that acute otitis media largely neglected 
parents, teachers and school nurses that definitely 
given prompt medical treatment. The 
researches Johns Hopkins University Medical School 
also demonstrated that the so-called old-age high- 
tone deafness begins early the school lives chil- 
dren; that certain pathologies are present, which 
treated may prevent the progress this deafness. 
treatment school-child deafness calls for early 
detection. The plans for early detection deafness 
have recently entered new phase. Efforts are being 
directed toward the testing preschool children. 
Parent-Teacher groups Los Angeles are planning 
this. Oregon, the incidence hearing defects 
among first grade children was 6.9 per cent compared 
4.2 per cent for the rest the school population. 
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The Division Maternal and Child Health the Ore- 
gon State Board Health planning test the hear- 
ing preschool children. Tests Pennsylvania, In- 
diana and Oregon demonstrate that preschool children 
can satisfactorily given such tests. 

The facts related above, well those pre- 
sented later, should invoke the questions what can 
done about hearing What plan recom- 
mended? Here the legislative plan endorsed edu- 
physicians and other members the American 
Society for the Hard 

Hearing tests for all children adequate scien- 
tific methods. Experience shows that the group audiom- 
eter, supplemented the pure tone audiometer, will 
more than enough children keep both medi- 
eal and educational officials busy obtaining suitable 
adjustments for these children. the past the society 
has urged legislation for compulsory testing all 
children annually. has been observed that thousands 
children have been tested, but follow-up, either 
educational medical, has Mass testing 
itself waste time. now believed that with 
proper education teachers, parents, and physicians, 
conservation hearing should evolve from the sheer 
foree enlightenment and its plan should take form 
from local requirement. believed that 
union with those who seek similar educational 
assistance for the blind and low vitality will 
obtain earlier results for all types handicaps. 

II. Proper otological follow-wp include examina- 
tion and treatment and care when indicated for all 
need. After has been found deficient hearing, 
immediate steps should taken persuade parents 
see their physicians. The speaker, chairman the 
Committee Hard Hearing Children the Society, 
has been unable obtain anything but vague informa- 
tion from cities regarding the medical follow-up. 
Oregon, figures show that per cent the children 
found deficient were actually seen physicians after 
the survey 1940-41. comparing the hearing scores 
two successive years, was found that per cent 
the deficient children had benefited the program, 
who would otherwise have remained deficient gone 
from bad worse. Others obtained benefit because 
was too late. 

Itinerant remedial instruction the form 
lip-reading, special training voice and speech accord- 
ing the individual need. Group hearing aids 
schools where indicated and individual hearing aids 
where need exists. Adult classes lip-reading. 

These recommendations are obviously the educa- 
tional phase the medico-educational adjustment. 
Lip-reading important aid child with even 
mild hearing loss. supplements seeing much that 


missed hearing. More important, however, 
facilitates achievement and the correction 
prevention personality defects which usually 
pany hearing losses and cause socially maladjusted 
adults. 

IV. Vocational guidance for the hard hearing 
school child and assistance job placement for all 
hard hearing. fair deal under civil service rules. 

Early guidance and preparation for job prevents 
the emotional shock inadequacy that when 
hard hearing person seeks and fails obtain his first 
job. how many deans boys and girls 
high schools are unaware the social, emotional and 
problems hard hearing students who 
are under their supervision. 

Full-time directors work for the hard hear- 
ing the staffs the State Department Education 
and the State Department Health. 

excellent opportunity afforded both these 
divisions the adjust- 
ments the hard hearing. obvious that 
ful improvement hearing medical 
treatment educational adjustment. The State 
Health Department, advisory can assist 
the refinement testing procedures and, its own 
right, effect necessary medical adjustments for the defi- 
cient children. may give hearing tests, especially 
semiurban and rural areas unable supply the per- 
sonnel equipment. some States the State Depart- 
ment actively participates the testing 
program, through the services its own audiometers 
and the special education consultant located each 
county. other States the departments education 
enforce the compulsory law but actual testing. 

VI. Training courses methods lip-reading 
every State. (In State Teachers College and Uni- 
versity Teacher Training Departments.) 

shortage properly trained lip-reading teachers 
already exists. This will greater hearing conser- 
vation becomes universal, shortly will. Further- 
more, the industrial and war hazards today are 
destroying the hearing thousands persons who will 
have rehabilitated after the war. And this brings 
the final for complete legisla- 
tive program 

VII. Safeguards protect workers industry from 
effects loud noises and other hearing hazards capable 
causing damage hearing. 

Experimental devices are already being tried in- 
dustry. person has visited repair shop while 
fender being pounded and polished back its 
former already knows the shocks that 
the nerves hearing receive from this and similar 
industrial noises. 
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The plan outlined above, which has been recom- 
mended physicians and the hard hear- 
ing, simple and direct. should the goal for 
every State, and each year seeing more States adopt 
it. Meanwhile, one person able much for his 
her own community making small but important 
beginning. Parents, teachers and nurses should edu- 
the importance obtaining medical treatment 
those children with obvious hearing defects, which 
are easily detected without instruments. Likewise, 
children with middle ear inflammations should receive 
medical treatment without delay. Children who fail 
school, have speech defects, are problems other 
ways, should given hearing tests and medical exami- 
nations. The more refined and mass testing hearing 
will naturally follow the earlier successes until com- 
plete program has been developed. 


this year 1942, children are committed feeble- 
minded institutions whose chief handicap hearing. 
What the proof? signed commitment papers. 
Also the year 1942 there are superintendents who 
sign statements that they have hard hearing chil- 
dren are adjudged low mentality because they fail 
psychiatrists one year were found seriously 
handicapped hearing, although their teachers and 
principals were not aware the problem. Other chil- 
dred are adjudged low mentality because they fail 
group intelligence and achievement tests, whereas many 
them have normal and above-normal intelligence. 
one large city startling number juvenile delin- 
quents was found hard hearing. 

hearing tests are available. They reveal 
the startling number deficient children. Medical 
treatment today indicates restoring hearing 
—provided children are found the early stages 
their deafness. Here indeed remarkable opportu- 
nity for health officials, physicians and educa- 
tors unite the prevention deafness with its sub- 
sequent school, personality and social maladjustments. 


ANOTHER HOME CANNING HAZARD 


The California Industrial Accident Commission 
states its September issue “California Safety 
News” that some glass jars which ground coffee 
sold may dangerous used home canning. 
The following the text the article: 


“Ground coffee now comes glass jars. 


save space packing, some these jars are made 
square. 
save weight and material, some these square 
jars are made very thin. 


conserve and reuse these jars they are made 
that they can recapped with special cap for 
home canning purposes. 

These are all very admirable points, all done 
doubt the best interests the war effort and the 
convenience the housewife. 

However, many housewives have discovered, 
these jars are processed the cold pack, oven 
method, they are very liable explode since the 
shape and thickness the glass does not lend itself 
withstanding the pressure developed this 
method canning. The pressure developed 
sealed jar 250 degrees will probably exceed 
pounds per square inch even good space allowed 
the top for expansion. 

Even after the jar cooled and desired 
remove the cap ring there still danger 
accident, since the cap tight, and usually is, 
the jar can crushed the hand with disastrous 
results. 

jar exploding the oven will probably cause 
personal injury the oven door closed but 
explodes while being removed, the results are liable 
very serious. This hazard can very mate- 
rially reduced allowing the oven cool somewhat 
before removing the jars. This precaution should 
followed with any type jar but the thin square coffee 
jar will probably explode even before ready 
removed. 

The second hazard, that crushing the jar the 
hand while wrestling with the lid can reduced 
materially wrapping the jar towel. This 
may not prevent the jar from breaking but will help 
prevent injury when and the jar does break.” 


OLD DISEASE REGULATIONS SUPERSEDED 


The California State Department Public Health 
receive requests for special bulletins 
for the control various communicable diseases. 

All the regulations outlined the special bulle- 
tins, heretofore distributed, have been superseded 
the new communicable disease regulations com- 
posite form which were adopted the State Board 
Public Health April All communicable 
disease regulations issued prior that date are obso- 
lete and are under circumstances observed 
any local health officer. The regulations composite 


form are available and will sent any health officers 
who may desire copies. requests should made, 
however, for any the numbered special bulletins for 
control single communicable diseases groups 
communicable diseases which have been effective dur- 
ing past years. 
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RAILROAD FOOD SANITATION 


The war emergency has brought terrific strains upon 
the operation all railroads California, well 
throughout the country. The preparation and storage 
foods used railway diners, kitchens, and bake shops 
particularly difficult because the enormous num- 
bers individuals who are being transported over 
the railroads the present time. This public 
health significance for the reason that much larger 
numbers people are exposed the health hazards 
that result from lack food sanitation. 

cooperation with the United States Health 
Service, the California State Department Public 
Health during August made intensive investigations 
into railroad premises and facilities connected with the 
storage, preparation, and serving foods. This 
involved the inspection yards, particularly diners, 
bake shops and all other premises associated 
any way with the preparation foods. The surveys 
resulted justification many complaints that had 
been received. Many the bad conditions encountered 
are due inability secure competent food handlers 
and the unavoidable use workers who are untrained 
and inexperienced the proper handling food stuffs. 

was found, general, that there lack proper 
organization and procedure for the periodical cleaning 
dining entering railroad yards. Sereens 
buildings, most which are very old, were often found 
broken down and dilapidated condition, permitting 
distinet fly menace prevail. Lack adequate 
toilet facilities, soap, towels, and water was also 
observed. Plumbing conditions, which permitted water 
outlets contamination from back siphonage, and 
insufficient drains were observed. some eases the use 
the insanitary water pail and dipper for track crews 
was seen, making difficult for workmen use other 
than drinking Primitive methods 
garbage disposal and rat infestation were found 
some the railroad commissaries. matter fact, 
evidence gross insanitation conclusive, and, 
spite the fact that war conditions make food sanita- 
tion maintain, the health departments con- 
cerned have insisted that the railroads shall immedi- 
ately take steps remove all health hazards due lack 
sanitation the preparation and handling foods 
consumed the traveling 


OUTBREAKS FOOD POISONING OCCUR 


While the State has been relatively free from out- 
breaks food poisoning this year, few outbreaks 
involving considerable numbers people occurred. 
These were Mexican nationals living camp 
Colusa County, gastro-enteritis lumber camp 


Tuolumne County, and bacillary dysentery camp 
fruit pickers Stanislaus County. Relatively few 
food poisoning due the use custard-filled 
bakery products have this year. Presumably, 
shortages food products and materials that are ordi- 
narily used cream products, together with 
rapid turnover the sale all bakery goods, consti- 
tute important factors the absence cases this 
type food poisoning. 


TUBERCULOSIS MINORITY GROUPS 


The Bureau Tuberculosis the California State 
Department Public Health has reviewed X-ray 
chest films that had been taken during the past several 
months the Japanese relocation centers Manzanar 
and Tule Lake. Indian facilities the northern part 
the State were visited with Federal officials who are 
charge Indian medical care for the coast, and 
assistance was given the inspection abandoned 
Indian tuberculosis hospital order determine 
might used for the care tuberculosis patients 
who reside surrounding counties. 

Considerable attention being devoted the less 
populous regions the State, particularly the moun- 
tain counties where there general lack machinery 
for the diagnosis and treatment tuberculosis. 
result this inspection, believed that activities 
the promotion proper facilities may developed. 


OCCUPATIONAL HEALTH HAZARDS 
INVESTIGATED 


During August, investigations were made the 
department into occupational health conditions and 
health programs different industrial establish- 
ments where 28,000 workmen are employed. Reports 
three the studies were still progress the close 
the month. the 11,545 workers covered the 
investigations for which reports were complete, 11,519 
were affected recommendations for improved prac- 
tices. Fourteen the investigations were made the 
result requests, were self-initiated, and seven were 
made the result occupational disease cases 
reported the bureau through the Industrial Accident 
Commission. Types industries which the investi- 
gations were made Food and pack- 
ing (8); iron and steel (7) manu- 
facture nonferrous metal products machine 
shop (2) and reproduction, trade school, 
rubber products, office, professional equipment, 
lumber products, shipbuilding, refrigerator repair, 
building construction, printing, electrical equipment, 
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and petroleum products the establish- 
ments, employed 500 fewer workers, employed 
501 2,500 workers, and one employed 2,501 more 
workers. 

Six plants were visited determine whether not 
improvements which had been recommended pre- 
vious studies had been put into effect. Recommenda- 
tions these studies covered 4,030 workers, and all 
these could considered have met partial com- 


SYPHILIS INCREASINGLY PREVALENT 


During the first six months 1943, reported cases 
early syphilis both civilian and military, increased 
43.3 per cent compared with similar period 1942. 
corresponding increase 55.6 per cent noted 
reported gonorrhea cases. From January June 
this year, 2,342 cases primary and secondary syphilis 
and 13,155 cases gonorrhea were reported com- 
pared with 1,632 cases primary and secondary syph- 
ilis and 8,444 eases gonorrhea reported during 
similar period 1942. 

Separate tabulations statistics for civilian and 
military populations are not available and impos- 
sible determine the effect racial groups, that have 
recently migrated California, upon civilian case 
rates. Following tabulation the percentage 
increase races all cases reported both civilian 
and military should understood that the 
following factors are unknown: 

The military population the State. 

The number negroes both and mili- 

tary populations. 

The per cent increase races separately for 

civilians and military. 

The tabulation follows: 


Per cent increase first months, 
1943 over first months 1942 


Race Syphilis Gonorrhea 
Unknown and all 20.0 


Definitions: White includes Hindu White, Caucasian, American 
and United States. 


Colored includes Negro Black and Ethiopian. 

Unknown and all others includes Oriental, Indian, 
Mexican, Filipino, Yellow, Red, Brown, and 
unknown. 


comparison with these data, interesting 
note that the United States Public Health Service 
reports national increase 28.3 per cent the num- 
ber reported gonorrhea during the fiscal 
year 1943 compared with the fiscal year 1942 and 
all stages, noted for the same period. would 
appear that war conditions are responsible for these 


increases. Fortunately, however, adequate machinery 
for the control the venereal diseases operating 
generally throughout California and the United States. 


SEROLOGICAL TESTS FOR SYPHILIS 


cooperation with the Los Angeles City and County 
Health Departments, cooperative program with the 
Los Angeles Chamber Commerce was started during 
August interest employers medical program 
include serological tests for syphilis. result, 
Los Angeles City one firm employing individuals 
was found have established program for blood 
seven firms employing 5,778 individuals have 
medical program, will add blood testing seven firms 
employing 1,743 individuals will start medical pro- 
gram including blood testing; seven firms employing 
766 individuals will start blood testing but medical 
program firms employing 948 individuals will con- 
sider blood testing; and one firm employing indi- 
viduals was not interested. 

Los Angeles County, outside the city, five firms 
employing 1,195 individuals were found have 
established program for blood testing; nine firms em- 
ploying 1,459 individuals adopted program for blood 
testing; and nine firms employing 3,990 individuals 
agreed consider program for blood testing. 

The value this activity demonstrated the fact 
that firms, employing 9,746 individuals have agreed 
provide for the blood testing employees, and 
firms employing 4,938 individuals are giving careful 
consideration the establishment the program. 


SHORTAGE TRAINED PUBLIC HEALTH 
PERSONNEL 


There marked shortage trained sanitarians, 
particularly some the smaller cities where popu- 
lations have increased enormously due the presence 
war industries. Considerable difficulty being 
experienced filling vacancies some the estab- 
lished health departments. Nevertheless, the California 
State Department Public Health active secur- 
ing competent individuals carry the emergency. 
Steps are being taken provide public health training 
the University California for the purpose 
developing group sanitary inspectors who may 
qualify for this important activity. 


Women have shown their willingness face death 
its most horrible form render service others since 
long before the day Florence Nightingale. con- 
that all peoples could act upon the three points 
(self-reliance, cooperation and service others) the 
world would Chiang Kai-Shek. 
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EMERGENCY MATERNITY AND INFANT CARE 


During August, progress was made extending the 
operation the emergency maternity and infant care 
program throughout the State. Particular attention 
was paid defining administrative and cooperative 
relationships with various State and local agencies con- 
cerned its operation. The program was launched 
San Joaquin, Sonoma, Nevada, Sutter, Yuba, Lake, 
Dorado, Butte, Placer, Del Norte, Humboldt, Mendo- 
cino, Yolo, and Napa counties, well Los Angeles 
City. Twenty-seven counties the State are now mak- 
ing provision for emergency maternity and infant care 
according the standard program. These include the 
above mentioned counties, well Contra Costa, 
Sacramento, Santa Cruz, Santa Clara, Stanislaus, Mer- 
ced, Madera, Fresno, Kings, Tulare, Monterey, Santa 
Barbara, and Los Angeles counties. the present 
time, hospitals throughout the State have 
agreed participate the cooperative plan. During 
the month meeting was held with local public health, 
welfare and Red Cross officials Fresno for the pur- 
pose discussing the operation the program 
Madera, Fresno, Kings, and Tulare counties. Unfor- 
tunately, all funds now available California for the 
emergency maternity and infant care program have 
been encumbered. Further extension the program 
must await additional appropriation Congress. 


TYPHOID GRANDMOTHERS 


The Los Angeles City Health Department has re- 
ported recently that, cases typhoid reported 
that department the last months, have 
been traced definitely carriers. these cases, 
had acquired their infection from grandmothers. 
suggested that several factors may involved: 
one, that these grandmothers lived through period 
which typhoid fever was rampant the United 
two, that grandmothers are frequently active 
the preparation food the home; and three, 
that they lived day and age when sanitation 
was not considered great importance 
considered today. known that about per cent 
typhoid cases become permanent carriers. 

the course its investigations, was found that 
year old grandmother, who had typhoid fever the 
age 17, was responsible for four cases the disease 
that appeared within her immediate family during 
the last years, one which resulted fatally. 

Every typhoid carrrier who may apprehended 
required sign agreement the effect that 
will not handle nor prepare food any kind except 
for his immediate family and agrees also prac- 
tice personal hygiene accordance with instructions. 


These agreements are signed triplicate, one 
retained the patient, one the State Department 
Public Health, and the third the Los Angeles 
City Health Department. Two visits are made an- 
nually all order insure that the agree- 
ments are observed. All household contacts are 
immunized, either their private physician 
the City Health Department, order that they may 
properly protected. 


HEART DISEASE SYMPOSIA ANNOUNCED 


Dr. Tinsley Harrison, Professor Medicine 
the Bowman Gray School Medicine, Wake Forest 
College, Winston-Salem, North Carolina, will the 
guest speaker symposia heart disease held 
San Los Angeles and San Diego under 
the auspices the California Heart 
Doctor Harrison one the outstanding internists 
the United States. His work the mechanism 
the given the medical profession 
his book, “The Failure the notable 
contribution cardiology. 

Papers special interest physicians the field 
public health will include discussion 
fever the Army and Navy, diagnosis rheumatic 
fever and convalescent care the fever 
patient, study selective service rejectees for 
alleged cardiovascular disease and paper the need 
for using common language diagnosing heart 
disease assist securing both medical and social 
eare for persons with disabilities. 

The meetings will held San Francisco, Novem- 
ber and Los Angeles, November and 12, 
San Diego, November (Dinner meeting only). 

Physicians may register for these meetings with 
Dr. David Rytand, San Heart Commit- 
tee, 604 Mission Street, San Francisco Dr. William 
Paul Thompson, Los Angeles Heart Association, 122 
East Seventh Street, Los Angeles 14; Dr. David Higbee, 
San Diego County Society, 3245 Fourth Ave- 
nue, San Diego. Copies programs will sent 
request. Physicians military service are admitted 
without registration fee. 


NEW MEMBERS APPOINTED BOARD 


Governor Earl Warren has appointed two members 
the California State Board Public Health. They 
are Samuel McClendon, M.D., San Diego, who 
Dr. Pottenger, Sr., whose term 
office has expired, and Sanford Moose, San 
Francisco, fill the unexpired term Rossiter, 
D.D.S., who died recently. 
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CASES POLIOMYELITIS BOX LUNCHES FOR INDUSTRIAL WORKERS 
JANUARY-SEPTEMBER, 1943 


Repeated investigations box lunch manufacturers 
CIVILIAN CASES 


that supply shipyards the San Francisco Bay area 
Total have followed the filing complaints that old and 


however, that the sanitation the premises box 
lunch packers has improved immeasurably and that only 
fresh wholesome standard materials are used and that 
products dispensed are fresh. survey disclosed that 
Orange... 2 5 6 6 3 2] 13 37 Reportable diseases 
San Mateo... i ee 1 3 7 6 19 37 Cholera, Asiatic 
Solano - 1 13 8| 10 6 38 bacillary 6| 13 Ae: 
— - - - i |.-.-- 3 9 5 18 Food poisoning - ey 1 5 44 
- 5) 12 30 Influenza, epidemic. 9 5 5| 14 8 
Measles 56} 45| 48] 44] 78 
Meningitis, meningococcic. 11} 12] 11] 10) 21 
Rocky Mountain spotted 
58} 39 | 75 | 94) 95 
Trachoma 
1 
Tuberculosis, pulmo 212 | 109 | 212 | 165 | 146 6,180 
Tuberculosis, other forms 345 
Typhoid feve: 1 3 3 5 1 2 95 
Undulant fever (Brucellosis) . 4 4 6 149 
Whooping cough (Pertussis) 148 163 163 156 12,951 


printed im CALIFORNIA STATE PRINTING OFFICE 
—_ SACRAMENTO, 1943. GEORGE H. MOORE, STATE PRINTER 25350 10-43 6500 


| | | | | 
i 


